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This respirator isapproved only inthe folowing configuration 
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4. Protection 





N95 - Particulate Filter (95%. 
fiter efficiency level) effective 
against particulate aerosols 
‘ree of ol time use restrictions 
may apply 











2, Cautions and Limitations 


[A-- Not for use in atmospheres containing less than 19.5% oxygen, 
B = Not for use in atmespheres immediately éangorous to life or health 
C= Do not exceed maximum use concentrations establishes by regulatory standards 
41> Failure toproperiy use and maintain this product could result in injury or deat. 
M> All aporovea respirators shal be selected, tee, used, ané maintained 

in acoordance wih MSHA, OSHA and other applicable regulations 
N= Nover substitute, modiy acd, or omit pars. Uso only exact raplacomont 

parts in the confguraton as spectied by the manufacturer. 
(O- Rete: to user's nstustions, andr maintenance manuals fo 

information en use and mainlonance of those respirators 
P ~ NIOSH does not evaluate respirators for use as surgical masks 
SS Special or cftcal Usors Instruction andlor specific use limitations apoly 

Reler to User's nsructions before donning. 
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Expiration Date: 











5 Special or Gaal Users Instucions’ ARAGON NUS filering Tacepiace respirator has been 
ranutfacures by Approval Hoke Nakrie for ARAGOON PTY LTD unser TG- aust 
Service time limitations 
4. Do not use the samo respraor for more than 8 hours, continuous or intermton, 
in ity workplaces tha could result in nh filter loading, 
2, Leave contaminated area and remove respi if breathing becomes siffcut or 
rope" fit cannot ve obtaned ortho tspratorsdamagad,soiee, ar dstorted 
Do net use the same respirator again once removed. 
3, The maximum service time ofthis respirat” is fue (5) consecutive calendar days 
{including days of non-use), beginning rom tne frst day of use 
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LIMITED WARRANTY 
IMPORTANT NOTICE TO PURCHASER: 


This limited warranty is made in lieu of the 
warrantivs of merchantability, fitness for 
arlicular purposes and ail alher warranties, 
expross or implied. There are no other 
warranties which extend beyond the 
Cescription on the face nereof. The physical 
standares and specifications of Makrite 
vill be met by products sole. 


Exclusive Remedies: damages fer te breach 
of this limites warranty are limited to the 
replacement of such quantily of Makrite 
products proved to be defectively manufactured 
Excent as proviced above, Makrite shall not 
be liable of responsible for any loss, damage, 
oF labily, direct, ncroc,ineigental, special. ot 
consequential, arising out of sale, use, or 
‘misuse, or the inability to use products by user 
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WARNINGS 


Wearer must read filting instructions and 
use limitations before use. 


The respirator does not protect against the 
risk of contracting disease or infection 


Bolare occupational use of this respirator, @ 
writlen respiratary protection program must be 
Implemented mesting ail the local government 
requirements. In the Unites States employers 
musi comply with OSHA 2 GFR 1910. 134 
which incluces medical evaluation, training 
‘and fit testing 


oy 4 





Cotargcn cea Made in China 


‘903669, 


STEP 1 

Hold tne resairator in hand wit) the nosepiece at 
your fingers, allowing the headbands to hang 
freoly below yourhane. 
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STEP 2 


Press the respirator fly against your face with 
the nosepiece onthe bridge of your nose 


STEP 3 
Stretch and poston the top band high onthe back 
tf the head, Seis the bottom band over the hoa 
lane postion below yaur ears. 


STEP 4 
Using botn hands, mo'd nosepiece tothe shape of 
yournose. 

sS STEP 5 

re To est ft: 8} Cup boty hands aver the respirator 


boing caretul nat te asture postion, and b) hale 
‘vigorously. Wai leaks araune the edges, reposition 
the straps or adjust strap tension fr betior 


Caution: The respirator shoulé be fit checked prior to each wearing, 
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